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it is proposed to be the chassis, and so placed that the lower extremities arrive to near the four angles of the chassis, to which they must be firmly fixed with screws, bearin in mind that the chassis must be perfectly horizontal,
In this way it will be absolutely rigid, and nothing will be in the way during the construction of the armature and the pointing, which will then be the easier and the more
The height of the uprights when used must be four times
that of the distance from the stand to the chassis of the model.